BILL NO. S-70-09- 


I SPECIAL ORDINANCE NO. 

j AN ORDINANCE approving Change Order for Contract 

j No..^ 70-2 with VIRGINIA ERECTION CORPORATION. 

> 

I 

: BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. That the Change Order for Contract No.^ 70-2 
' with VIRGINIA ERECTION CORPORATION, for additional work and 
materials on the Elevated Water Storage Tanks , for a total cost 
of $5,815.00, is hereby in all things ratified, confirmed and 

I 

I 

* approved . 

; SECTION 2 . This Ordinance shall be in full force and 

) 

effect from and after its passage and approval by the Mayor. 





seconded by 


Read the fir^t time in full and on motion by 

and duly adopted, regid the second time by title and referred 


to the (Committee on) 





(aifid to the City EX^i- 


-GQfflffl4rS-&i:cm- fo r r e - comm e-ndHt± on) (an dij|fubttir-H-ear±n-g"ixr-h)e-4te4d-a£tex--due-J^aJ--x^ 

J^r-.-UAft-■4::ol■ln^4^■h-■Chamb-e•rST-~€t1^y^~!ra^rt~^~For1r--Wavney~^^ — 

■t4te — — dav~ f~' - 19 4-^ T T » Tr t uc - k — 



<9 - 7 0 



City Clerk 



Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald 

Tipton 


-P^ 


O' 


Date /o — f - 1 o 






(SEAL) 


attest 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
n.£> Map ( r,PnpraJAiAm:>e^M-fMa> ) f Special ) ( Appr ^pr - i -a: feLor ri- Ordinance -(far s ol uti -mi) '^o 


on 


the - of 


“■ '.the'^ayor of the City of Fort Wayne, Indiana, on the / V" 


, 19 6 7 ^ at the hour of 


o'clock ,E,^.T. 


City Clerk 


day of 


Approved and signed by me this^ 

/a o'clock P .M.,E.S).T. 






at the hour of 




Mayor 




Bill No. S-7n-0Q-23 . 

REPORT OF THE COMIITTEE ON OTTY TTTTTTTTES 

We 5 your Committee on Hi t,y TTti 1 i t.i rr to whom was referred an Ordinance 


app-rnving Hbange Order for Contract No. 70-2 with VTRG-TWTA EREOTTOW CORPORATION 


have had said Ordinance under co^osideration and beg leave to report back to the Common 
Council that said Ordinance PASS. 



